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SUBJECT: DHEW/PHS/HRA/SFCP - PROJECT 02-709-R "EVALUATION OF 
THE EFFECTIVENESS OF MULTIPHASIC SCREENING" 

REF : A. STATE 251569 B. STATE 023359 C. BELGRADE A- 176 

1. IN RESPONSE TO REFTELS (A) AND (B) A LETTER WRITTEN BY 

DR. BRANISLAV PESIC TO HRA, A PUBLICATION "A STUDY TO EVALUATE 
THE EFFECTIVENESS OF MULTIPHASIC SCREENING IN YUGOSLAVIA" 

AND A LIST OF PUBLICATIONS WERE SENT BY REFAIR (C) ON MAY 6, 

1975. 

2. DR. PESIC WRITES IN LETTER THAT DR. ROSENTHALL SHOULD CONTACT 
MR. FRANK MARK, ROCKVILLE, MARYLAND FOR MORE DETAILED 
INFORMATION. PESIC ALSO STATES IN LETTER THAT HE IS PREPARED 

TO GIVE FURTHER INFORMATION ABOUT THE PROJECT AND ITS 
EVALUATION DURING ROSENTHALL'S STAY IN YUGOSLAVIA. MILLER 
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